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INTRODUCTION 

A filter wedge spectrometer was used over desert terrain near El Paso, 
Texas to record the spectral signature of earth spectral radiant emittance from 
8 to 16 microns. The spectrometer is of the type described by Hovis, Kley and 
Strange 1 equipped with a temperature controlled thermistor bolometer detector 
and having a resolving power X/ A X = 50 from 8 to 13. 7 microns and X X = 100 
from 13. 7 to 16 microns. A small break in the spectra denotes the change from 
the lower to higher resolving power segments. A complete scan was accom- 
plished every 30 seconds. 

The spectrometer was mounted in the bottom of a C-47 type aircraft, NASA 
636, from the Lewis Research Center. The aircraft was piloted by William Swann 
and Byron Batthauer and crewed by George Ford, all of the Lewis Research 
Center. 


WHITE SANDS 

The White Sands area consists of rolling dunes of gypsum sand bordered by 
Alkali Flat to the West. The gypsum (hydrated calcium sulfate) is remarkably 
pure, for a naturally occurring surface material, and exhibits a strong rest- 
strahlen or residual ray effect near 9 microns as shown in Figure 1 . This rest- 
strahlen that appears as a strong maximum in reflectance measurements would 
result in a minimum of emissivity and hence should result in an equivalent black 
body temperature lower at the wavelength of the reststraheln than at nearby wave- 
lengths where the gypsum is more nearly black. 

In the 9 micron spectral region thermal energy completely predominates 
over reflected solar energy from earth so the spectrometer sees a combination 
of radiant omittance from the surface and from the intervening atmosphere and 
radiant emittance from the atmosphere reflected off the surface. In a reasonably 
clear atmospheric window the last two will contribute little but the long wavelength 
wing of the 6. 3 micron water vapor window intrudes into the 9 micron region and, 
to some extent, interferes with surface observations. 

Another effect that interferes with the observation of the effect of reststrahlen 
is the lack of flatness of the surface observed. Most laboratory measurements, 
including the one shown in Figure 1 , are made on surfaces that are reasonably 
flat while in nature, such as the case of White Sands, the surface is not so 
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conveniently flat. The rolling dune shape of the gypsum sand tends to increase 
emissivity at all wavelengths much as one produces a laboratory black body by 
blackening the walls of a hollow cone. For the sake of calculation a simple, 
conical model was assumed for the dunes with an angle between faces of 0 C as 
shown in Figure 2. The emissivity, as a function of wavelength, was then calcu- 
lated for several angles and compared with the measured result for the flat case. 
It can be seen that reststrahlen effect would be expected to diminish in intensity 
as the dune faces became steeper. 

To test all of these concepts flights were made on October 15 , 1967 over 
White Sands along a flight path as shown in Figure 3. Table 1 summarizes the 
pertinent data for each flight listing run number, time at start and end of each 
run, altitude (MSL), outside air temperature and direction of the run. Figure 4 
summarizes the results showing three spectra at various altitudes compared 
with the calculated result for the flat case previously shown in Figure 2. The 
temperature for the calculated effect was assumed to be 292°K corresponding to 
the range of equivalent black body temperatures observed from 10 to 12 microns. 
The reststrahlen effect can be clearly seen in the plot of equivalent black body 
temperature vs wavelength and is not too severely diminished with increasing 
altitude. The minima of the laboratory and field measurements do not coincide 
exactly, probably due to mild interference by water vapor at the shorter wave- 
length edge. Nevertheless, the reststrahlen effect is clearly seen. The dip in 
equivalent black body temperatures at 13 to 16 microns, especially at the higher 
altitudes is, of course, due to the 15 micron band of CO 2 . 

Following Figure 4 are all of the spectra covered in Table 1 in chronological 
order labeled with the Run Number, the Universal Time at which the spectra 
were taken and a number following the time denoting whether the spectrum was 
started in the first or second half of the minute. 


THE MALPAIS (LAVA) 

The Malpais consists .of a lava flow approximately 30 miles in length, the 
southern end about 20 miles north of White Sands. The spectra are labeled "Os- 
cura Lava" to distinguish this flow from others also called the Malpais. This 
flow is next to the Oseura Army Airstrip; hence, the choice of the name. The 
lava is pockmarked with roughly circular sinkholes most of which had green 
vegetation growing at the bottom. 

Basalt, the common dark, heavy lava has one of the weakest reststrahlen of 
the various igneous rocks , and this fact coupled with the blackening due to the sink- 
holes would lead one to expect a weak reststrahlen. Laboratory measurements 
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on basalt as shown In Figure 5 show a broad, rather weak reststrahlen that di- 
minishes rapidly in intensity as the material is ground. 

The measurements themselves shown in chronological order, following 
Table 2, show many apparent dips in equivalent black body temperature but none 
that can be consistently identified as due to reststrahlen. The spectral charac- 
ter seen is probably (hie to irregularity of the surface of the lava and the motion 
of the aircraft. This "noise" caused by a changing, non-uniform temperature 
pattern is apparently one of the most serious limitations on remote sensing of 
surface composition. It is clearly impossible to distinguish between a reduction 
in equivalent black body temperature at a particular wavelength due to a rest- 
strahlen effect and variations in the spectra due to a change in the integrated 
temperature, caused by aircraft motion. Since the spectrometer is continually 
scanning, appearance of a hot or cold spot in the field of view will introduce 
spurious spectral features at whatever wavelength is being sensed at the time. 
This source of error argues strongly for die use of high spatial resolution, multi- 
channel radiometers for surface composition determination. Since each wave- 
length interval is sensed simultaneously, looking at the same target area, the 
"motion noise" is reduced. 

The flight path over die Malpais is shown in Figure 6. 
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